INTERNATIONAL ASSOCIATION LEGIONS OF HONOR 


m of International Association Legions of Honor 


Distinguished Service Award Citation 
Attention to Orders: 


By the direction of the Board Of Directors of the International 
Association Legions of Honor, the following Legion Noble is 
hereby presented the Distinguished Service Award. 

Gordon Jenkins, PC, Tunis Shrine Center, 

Noble Jenkins has been and continues to be an exceptional 
active member of Tunis Shrine Center. Gordon is serving as 
Commander of his Legion of Honor Unit for the second year. 
He has lead the way at Tunis in the reformation of the Legion 
of Honor Unit, which was reorganized and chartered again in 
2004. In addition he has worked diligently to assist the 
International Association in making the Canadian Wreath 
Laying Ceremony a joint effort between his unit and this 
Association. 

Therefore: By Order of the International Commander, of the 
International Association Legions of Honor, this award is given 
this 23''’* day of April, 2005 

Attested; 

Anthony S. “Tony” Murray, PP 
Lt. Commander, lALOH 
Chairman, Awards Committee 



